COSTS - NEXIS 


$50/mo 

password fee 

$15 

to open the 10-K file in the Company library 

$1 .38/page 

for 363 pages (or 2 1/2 cents per line for 14162 lines) 

$.65/min 

for time online for 22 min 30 sec to download the file 

6.75% 

D.C. sales tax 

16% 

add-on for library research fee 


